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SUBJECT: NETHERLANDS OSCILLOSCOPE SYSTEM TO ROMANIA - 
IL 1584 

REFS: A. COCOM DOC. (74) 1561 (URGENCY) 

B. OECD PARIS 22008 

lv TIME LIMIT FOR US VIEWS ON REF A CASE HAS BEEN EX- 
TENDED SEVERAL TIMES. BUT DEL IS STILL WITHOUT INSTRUC- 
TIONS. 

2. ALTHOUGH NETHERLANDS DEL HAS NOT YET REQUESTED 
RESCHEDULING OF CASE, BELIEVE WE SHOULD NOT WAIT UNTIL 
HE DOES BEFORE STATING OUR VIEWS OR PUTTING QUESTIONS. 
SUBMITTED UNDER URGENCY PROCEDURE, THIS CASE WAS FIRST 
SCHEDULED ON SEPTEMBER 10. 

3. REQUEST INSTRUCTIONS PROMPTLY. 

TL/RNER 
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